one descends into the sunken court and
through a vaulted porch enters the mad-
ressa. Around the sahn there are four
liwans making the madressa cruciform
in plan. Around the four liwans at a
height of about ten feet from the ground,
runs a band of most beautiful stucco ins-
cription in Naskhi on a floral background.
A similar type of lace-work is to be seen
on the mihrab. The domed part of the
building still shows traces of destruction
by the fire that occurred in 1907 A.D. and'
destroyed the most beautiful Ayyubite
wood carving, a wooden cenotaph (Tabut),
a most charming painted wooden frieze,
coloured glass windows, stucco decorations
and mosaics. The dome luckily escaped
destruction and stands intact to this day.
This ribbed dome of graceful proportions,
has a band of superb inscription encircling
its base and its interior is much more
ornamented than is usual.
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